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D5011-041 HOOK SOLENOID ASSY 


1 


4 


2 


NOTES: 
1) MATERIAL: N/A 
2) FINISH: NONE 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: PER QSI 044 6.7 
7) WEIGHT: 1.39 lbs 
8) REF DART EUGENE PART NUMBER C3-8-2 
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2.29 


0.530 
1.438 


0.72 


0.210 
2 PL 


D5011-1 SOLENOID SPACER 


0.360+ 
- 
0.000 
0.005 


A 


A 


NOTES: 
1) MATERIAL: AISI 303/304/316 STAINLESS STEEL ROUND BAR 
PER ASTM A582 OR ASTM A276 
REF DART SPEC M303R OR M304R 


OR: AISI 304/316 SEEMLESS STAINLESS STEEL ROUND TUBING 
PER ASTM A213 OR ASME SA213 OR ASTM A269 
REF DART SPEC M304TR 
2) FINISH: NONE 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: PER QSI 044 6.7 
7) WEIGHT: LESS THAN 0.01 lbs 
8) REF DART EUGENE PART NUMBER C3-8-2-2 


D5011-3 SOLENOID PIN SPACER 


0.314+ 
- 
0.001 
0.000 


0.110+ 
- 
0.000 
0.005 
0.023 


SECTION A-A 


NOTES: 
1) MATERIAL: NEOPRENE SHEET, 60 DUROMETER, 0.02 (0.5mm) THICK 
COLOR PER MANUFACTURING OPTION 
REF DART SPEC M-NEO60-S.020 
2) FINISH: NONE 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: PER QSI 044 6.7 
7) WEIGHT: LESS THAN 0.01 lbs 
8) REF DART EUGENE PART NUMBER C3-8-3-1 
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